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Message Text 


UNCLASSIFIED 

PAGE 01 MANILA 10550 010650Z 

20 

ACTION ST-01 

INFO OCT-01 EA-10 ISO-OO PASS-00 /012 W 

033380 

P 010559Z AUG 75 

FM AMEMBASSY MANILA 

TO SECSTATE WASHDC PRIORITY 6030 

UNCLAS MANILA 10550 

DEPARTMENT PASS TO: 

JOHNSON SERVICE COMPANY 
MILWAUKEE, WISCONSIN 
ATTN: BUFFALANO 

E.O. 11652: NA 
TAGS: ABLD 

SUBJECT: SPARE PARTS FOR CHANCERY O.B. AIR CONDITIONING SYSTEM 
PROP. NO. 10314 

REFER TO BULLETIN D-265 CONSTRUCTION DETAILED SHEET D-265-2 OF 
JOHNSON PILOT POSITIONER. EMBASSY URGENTLY REQUIES 6 EACH OF 
ITEM NO. 25 PILOT DIAPHRAGM. 6 EACH OF ITEM NO. 26 BALANCING 
DIAPHRAGM. AND 6 EACH ITEM NO. 30 CONTROL AIR DIAPHRAGM, AS SHOWN 
IN THE CROSS-SECTIONAL VIEW THROUGH PILOT POSITIONER, JOHNSON 
SHEET D-265-2. THE THREE ITEMS LISTED ARE ACTUALLY ONE DIAPHRAGM 
PART. EMBASSY NOT IN POSSESSION PARTS LIST SHEET OF D-265-3. 

PLEASE FORWARD FASTEST MEANS PREFERABLY REGISTERED APO AIR MAIL. 
ADDRESS AMERICAN EMBASSY APO SAN FRAN. 96528. PAYMENT COST OF 
PARTS AND FREIGHT WILL BE FORWARDED UPON RECEIPT MERCHANDISE AND 
INVOICE. PLEASE TELEX DATE SHIPMENT AND REGISTRY NUMBER OR AWB. 

FOR DEPT. FBO IVIE FROM COOPER. 

APPRECIATE ANY FOLLOW-UP ACTION YOU CAN PROVIDE. 

FISCAL DATA: 19X0535 - XJ-4314 - 600170. 

SULLIVAN 

UNCLASSIFIED 
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NOTE BY OCT: PASSED ABOVE ADDRESSEE. 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 01 AUG 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975MANILA10550 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750265-0836 
From: MANILA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 9750891 /aaaadcbx.tel 

Line Count: 61 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION ST 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: buchantO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 27 DEC 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <27 DEC 2002 by ReddocGW>; APPROVED <09 MAR 2004 by buchant0> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: SPARE PARTS FOR CHANCERY O.B. AIR CONDITIONING SYSTEM PROP. NO. 10314 
TAGS: ABLD, RP 
To: STATE 
Type: TE 
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